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UNCLASSIFIED 

PAGE 01 BUDAPE 00250 I7I228Z 
ACTION EUR- 1 2 

INFO OCT-OI ISO-00 FBOE-00 A-OI /0I4W 

029943 I71449Z/40 

R 170905Z JAN 78 
FM AMEMBASSY BUDAPEST 
TO SECSTATE WASHDC 423 

UNCLAS BUDAPEST 250 

ALSO FOR EUR/EE 


Message Text 


E.O. 11652: N/A 
TAGS: ABLD ASEC 

SUBJECT: CHANCERY FIRE ALARM SYSTEM, PROP. NO. LOlOOl 

REP: (A) 77 STATE 297685 (B) 77 BUDAPEST 4365 

1 . EMBASSY HAS RECEIVED VISIT OF MR FRANK MACRIPO AND MR 
LYNCH OF JOHNSON CONTROLS. EMBASSY HAS ORDERED FIRE ALARM 
COMPONENTS LISTED IN STATE 297685 FROM WELLS PARGO SERVICES. 
MR MACRIPO STATED THAT HE HAD PHONED WELLS FARGO AND HAD 
BEEN GIVEN AN ESTIMATED ARRIVAL DATE POR THE EQUIPMENT OF 
MAY OR JUNE 1978. 


2. AMBASSADOR KAISER IS VERY CONCERNED THAT THE SHIPMENT 
IS RECEIVING ONLY ROUTINE HANDLING. IT WOULD BE GREATLY 
APPRECIATED IF THE SHIPMENT OF THE FIRE DETECTION COMPONENTS 
COULD BE EXPEDITED. 


3. REQUEST PBO CONTACT WELLS FARGO SERVICES TO DETERMINE 
WHETHER IMMEDIATE DELIVERY TO THE DEPARTMENT COULD BE 
EFFECTED FOLLOWED BY SHIPMENT TO BUDAPEST VIA AIR POUCH. 
KAISER 
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